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1 Comp. Loc. Camera 

@ = “1.1 Peripheral Camera”, page 1 

@ = “1.2 Rear View Camera”, page 1 

1.1 Peripheral Camera 


2 - Right peripheral camera -R245- 
2 - Left peripheral camera -R244- 
4 - Peripheral camera control module -J928 
Q located under the front seat 
5 - Rear peripheral camera -R246- 
Q Inside the rear lid handle. It is permanently attached to the button. 
7 - Front peripheral camera -R243- 
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1.2 Rear View Camera 
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1 - Rearview camera system control module -J772 

Q located behind the right luggage compartment trim panel. 
5 - Rearview camera -R189- 

QO located inside the handle assembly 
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